NOBEL

The pri/o for the year 1025 was awarded in 1926, being equally

divided between :

Chamberlain, Sir Austen, British Secretary of State for Foreign
Affairs, born 1863 ; and

Pawos, Charles Gates, former Vieo-President of the United
States, born 1865.

The prise for the year iqaf) was oqnnlly divided between :
Briand, Aristide, French Minister for Foreign Affairs, born 1862 ;

and
Stresemann, (Instav, Minister for Foreign Affairs of the German

Empire, born 1878, died jrd October,

The prize for the year 1927 was equally divided between :
Buisson, Ferdinand, formerly Professor at the Sorbonne, Paris,
born 1841 ; and
Qiiiddc, Ludwig, Professor, Berlin, born 2858.
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